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Merchantable  Stem  to  a Variable  Top  Diameter 
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(l)  Trees  climbed  and  measured  by  personnel  of  Work  Projects  Adminis- 
tration Official  project  65-1-42-166  - "the  Ohio  Woodland  Survey."  Measure- 
ments taken  at  12.3-foot  log  lengths  above  a 1.0-foot  stump  height.  Scaled 
as  12-foot  logs,  and  additional  shorter  top  logs;  top  sections  less  than  8 
feet  in  length  scaled  as  fractions  of  an  8-foot  log.  Basis,  118  trees. 

Table  prepared,  in  1940,  by  curving  volume  of  merchantable  length  over 

d.b.h. 

Aggregate  difference:  table  is  0.22%’  low  Average  percentage  devi- 

ation of  basic  data  from  table,  12.3$. 


J.  Richard  Crawmer 
L.  F.  Kellogg 
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